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DI/S&T 2712/67 

J JUN I ho/ 


MEMORANDUM FOR: Executive Officer, Office of Security 
SUBJECT : Systems Analysis Staff - Move to NIPE 


25X1 


25X1 


1. The Systems Ana Lysis Staff headed by 


25X1 


has been under the administrative supervision of the 
Effective 1 July 1967 this Staff will be transferred 


DD/S&T 
to the DCI/NIPE. 


2. The Security Management Staff /DDS&T has been the 
cognizant security office for the Systems Analysis Staff and 
has served as the referral point for all security matters 
normally handled by an area security staff or officer. 
Effective 1 July 1967 this will no longer be the case and it 
is requested that the appropriate offices within the Office 
of Security be advised of the change. 


Chief , Security Maria get sent 
BD/S&T 


25X1 


O/DDS&T/ 

Dis tribution: 


J(30 June 1967) 


Orig. - Addressee 
2 - SMS/DDS&T 
2 - DD/S&T Registry 
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I’D/S&T 2711/67 

, i 196/ 

IfEMQRARDUM FOR: Executive Officer. Office of Security 
SUBJECT : COMOREX - Move to I)DI 



25X1 


1. The CCMOR Corataittee has been succeeded by COMOREX 
and, effective l July 1967, will be under the administrative 
supervision of the DDI . 

2. Security Management Staff /DD5&T has been the 
cognizant security office for CONOR and has served as the 
referral point for all security matters normally handled by 
an area security staff or officer. Effective 1 July 1967 
this will no longer be the case and it is requested that the 
appropriate offices within the Office of Security be advised 
of the change. 

25X1 


O/DDS&Tyj 

Dis tribution: 

Orig. - Addressee 
2 - SMS/DDS&T 
2 - DD/S&T Reg. 







